Caesar's Head, 32 miles northwest from ~ 
Greenville, S. C., on paved highway, has been £ 
famous as a summer resort for over one 
hundred years. Elevation 3,227 feet. < 
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C. T. 8 — Caesar's Head, Greenville, S. C. 


